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“It's lucky we've got carrier tonight!” 


AINS flooded New England. High winds bowled over buildings, 


trees, power and communication lines. Yet carrier current 
stayed on the job. When its big chance to help came, carrier current 
was ready. And the gratitude of those dependent on its vital 


service prompted these expressions: 


‘In the emergency of the recent tropical storm, with the new carrier 
current control we could do remote switching when even high 
way travel was hazardous and cross-country patrolling well 
nigh impossible. The operator at Ellsworth Station opened and 
closed at will section switches ten to fifteen miles away, locating 
the trouble and within four minutes restoring service. That night, 
without carrier, when telephone service was suffering equally with 
our own, no one could say what the delay would have been.” 
H.W. Coffin, Electrical Engineer 
Bangor Hydro-Electric Company 


“In the desire to give credit where credit is due, | want you to know 
that one of the most helpful tools which we had during the days ot 
greatest trouble was our carrier-current telephone system, designed 
and installed by General Electric. I do not know how we would 
have gotten along without it. It has operated over transmission 


lines which have all conductors sagged to earth by fallen trees and 


line structures, over lines which had broken conductors, and « 


lines purposely grounded at both ends to protect crews enga 
in repair work.”’ 


A. R. Schiller, Vice President in Charge of Operati 
Public Service Company of New Hampshire 
Just a few years ago such letters could not have been written. Ther 
was no carrier current then, no such friend to lend a quick hand 
emergencies. But during the past few years, General Electric | 
pushed forward the development of this high-frequency equi 
ment. Now, carrier current is proving its versatility. It flashes mes 
sages over power lines, controls power equipment, or spots a 
isolates trouble. It allows a substation attendant to contro! thousanss 
of domestic water heaters —to turn them on or off at ; 
of day or night without stirring from the substation —wher 
kilowatts needed are available. 
We sincerely believe—and this opinion is supported by 
ments of electric-service company officials that the development 
carrier current is a major contribution to the progress of the e 
trical industry. That development—like all the others carried on 
General Electric—has been possible because of your purchases 
General Electric products. Likewise, your purchases today W! 


reflected in greater progress and service tomorrow. 
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Voters Reject Proposals to Put 


Municipalities In Power Business 


Early returns show definite trend away from public ownership — 


Counties in Northwest again express disapproval of plan to form 
public utility districts to distribute power from Bonneville Dam 


The drive for public ownership of 
electric utilities met apparently with 
little success in the elections held last 
Tuesday, based upon incomplete re- 
turns. With the major interest of the 
public centered on leading political 
ofices, tabulation of returns on ques- 
tions on the ballot was slow. 

Out in the Northwest, where effort 
is being made to find municipal out- 
lets for the distribution of Bonneville 
power, citizens were not receptive to 
the proposition to form public power 
districts. Based on incomplete returns 
from seven counties in Washington and 
Oregon it appeared that the election 
lost in six and won in one. 


Defeat last spring 


Last spring voters in the area turned 
back the drive to have the communities 
go into the power business in a manner 
which, at that time, gave answer that 
public ownership was not desired. 
Seven counties voted 3 to 2 against the 
formation of public utility. districts. 
However, five counties in Oregon voted 
in favor of the proposal. 

In the Tuesday election it appeared 
that Yakima, Walla, Columbia, Ska- 
mania and Klickitat counties in Wash- 
ington and Wasco County in Oregon 
defeated the proposal to create power 
districts. However, Clarke County in 
Washington was successful in putting 
the proposition over. 

The proposal on public ownership 
in Hillsboro, Ore., the area served by 


Portland General Electric Company, 
was defeated, based on early returns. 

Dover Township, N. J., rejected by 
a vote of 1,557 to 824 the proposal for 
a $500,000 municipal power plant. The 
area is served by Jersey Central Power 


& Light. 
Left off ballot 


East Liverpool, Ohio, served by Ohio 
Power Company, was unable to find a 
means of financing a $1,500,000 munici- 
pal power plant in time to put the 
proposition on the ballot, so no vote 
was taken. 


Reluctantly Allows 
Jersey Merger Plan 


Scoring the financing by 100-year 
high-interest bonds, over which it has no 
jurisdiction in this instance, and other 
objectionable features, and pointing out 
that the question passed upon is simply 
whether it is to the public interest to 
have the merger consummated, the FPC 
has announced its approval of applica- 
tions to merge the South Jersey Gas. 
Electric & Traction Company, the Pater- 
son & Passaic Gas & Electric Company 
and the Gas & Electric Company of 
Bergen County into the Public Service 
Electric & Gas Company of New Jersey. 

Weighing carefully the considerations 
forand against the merger, and deciding 
that the advantages to the public out- 
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weigh the disadvantages, the commis- 
sion describes its action as making the 
best of a bad situation. 

The action was decided upon by a 
three to one vote of the commission. 
Commissioner John W. Scott, dissent- 
ing, contended that the merger applica- 
tions should be rejected “from the 
standpoint of wise public policy.” 


Utility Workers Plan 


to Give Power Facts 


Fed up with mis-statements and mis- 
information relative to a public power 
proposal at Grays Harbor, Wash., more 
than 100 employees of Grays Harbor 
Railway & Light Company banded to- 
gether for purpose of doing something 
about it. 

Arranging and attending their own 
evening meeting, the group voted un- 
animously to assemble facts on power 
production and distribution, rates, etc., 
which would be of use to the public in 
deciding whether to adopt or reject 
the power district measure. 

Committees were named for the pur- 
pose of assembling the data and mak- 
ing it available to radios, newspapers 
and any interested persons or groups. 


City to Buy Hydro Project 


The abandoned Rocky River hydro- 
electric project, started four years ago 
as a private enterprise, came a step 
nearer completion as the Abbeville, 
S. C., City Council voted to buy the dam 
for $145,000 and complete it as a WPA 
project. Proposed plant’s output is esti- 
mated at 8,500,000 kw.-hr. primary 
power and 2,280,000 kw.-hr. secondary 
power, said to be three times the amount 
Abbeville now uses. 
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INSPECT MODEL—Consolidated Edison Company of New York, Inc., officials inspect 
model of the “City of Light,” the world’s largest diorama, under construction for 


exhibition at the New York World’s Fair. 


Left to right, Ray Martin, art director, 


advertising department; Harold S. Sutton, executive assistant to the chairman of the 
board; Clarence L. Law, executive assistant to the vice-chairman; Henry Obermeyer, 
assistant vice-president, and A. W. Stark,.engineer of commercial buildings 


Consolidated Edison 
Builds Fair Exhibit 


Visitors to the New York World’s 
Fair in 1939 will be greeted with the 
wonders of electricity and its use in 
modern life as a result of plans now 
under way by the electrical industry. 
One of the outstanding sights of the 
fair will be the spectacular water effect 
being used by Consolidated Edison in 
the construction of its building. 

A 9,000-sq.ft. wall of water will form 
the front of the building. The fountain 
colonnade will be formed by the dis- 
charge of 40,000 gallons of water an 
hour to a height of 42 feet in the air. 
At night brilliant color effect will be 
obtained through the use of lights. 

Staged in the reflecting pool which 
rims the structure, a water ballet will 
climax the spectacle. Jets of water in 
the pool will give the effect of the bal.- 
let. A bridge passes through the water 
wall into the building, which will house 
the “City of Light,” a colored, lighted, 
animated, architectural model of the 
New York metropolitan area, nearly as 
long as a city block and higher than 
a three-story building. 


Plans REA Conferences for 
Utilities, Municipal Plants 


Although only one manager of a co- 
operative rural electrification project 
showed up for a recent conference, Dud- 
ley Bagley, chairman of the North Caro- 
lina Rural Electrification Authority, 
said he planned similar meetings for 
representatives of power companies and 
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municipally owned power plants, al- 
though no dates have been set. 

J. T. Hagan, manager of the Edge- 
combe-Martin Electric Membership Cor- 
poration, who attended the first meet- 
ing, said the cost per mile of line on his 
project—which now has 35 miles in 
operation and plans 130 additional 
miles—had been reduced from about 
$900 to between $600 and $700. 


Consider Amendment to Tax 


Publicly Owned Utilities 


The executive committee of the 
Washington State Grange recently in- 
structed its attorneys to prepare for 
submission to the next state Legisla- 
ture a constitutional amendment taxing 
publicly owned utilities at the same 
rate as private utilities. At the present 
time publicly owned utilities are ex- 
empt from taxes under the state Con- 
stitution. 


Opening of Bids on Santee 
Cooper Project Delayed 


Postponement of opening bids for 
turbines, governors and generators for 
the Santee-Cooper hydro-electric proj- 
ect from November 9 to November 22 
has been granted because one manu- 
facturer has stated he had insufficient 
time to prepare his bid, according to 
L. F. Harza of the Harza Engineering 
Company, contractor for the project. 
Mr. Harza said that drilling, begun 
September 1, would be completed by 
December 1. 


Consolidated Places 
New Appliance Order 


Lacking only 18,207 “Bargain Pack. 
age” sales of its original quota of 150,. 
000 and with another 84% weeks to go 
before the campaign ends, .Consoli- 
dated Edison Company of New York, 
Inc., placed with manufacturers its 
ninth order for 100,000 appliances to 
make up an additional 25,000 pack- 
ages, thus bringing the total number of 
packages which must be sold by De- 
cember 31 to 225,000. 

Of the total packages sold to date 
employees, other than those employed 
in the sales department, have sold 25,- 
643, on which they have earned com- 
missions of $1 per package. The more 
than 700 appliance dealers co-operat- 
ing in the campaign have accounted to 
date for the sale of 54,166 packages, 
These dealers also receive a compensa- 
tion on sales made by employees as 
well as their own sales. 


Arkansas Power & Light 
Completes River Towers 


Four times the Arkansas Power & 
Light Company has replaced towers 
on the west side of the Mississippi 
River in the 110-kv. single-circuit cross- 
ing between Greenville, Miss., and 
Leland, Ark. 

Three of the replacements, occurring 
over a period of years, were caused 
by the river cutting a new stream bed. 
The fourth was caused by a windstorm 
in July, 1938. The new line was com- 
pleted and energized September 26. 

The new tower, as was the one it 
replaced, is of the guyed mast type, 
560 feet high. The span is 6,000 feet. 
Midspan clearance above the river at 
highest stage is about 100 feet, the 
sag thus about 460. 


Drops Commercial Surcharge 


The City of Dickson, Tenn., one of 
the first cities to obtain TVA electric 
energy, has removed the 10 per cent 
surcharge on all commercial current, 
effective November 1, by action of its 
city council. No surcharge had ever 
been made against residential custom- 
ers. 
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Gets 18th Wiring License 


The Adequate Wiring Bureau of the 
Akron district, operating in the tertl 
tory of the Ohio Edison Company, has 
been licensed by the national bureau, 
becoming the eighteenth to undertake 
certification of adequate wiring instal: 
lations. 
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Manufacturers See Rising Trend 
in Business Activity Next Year 


Prepare for intensive drive on electric range sales — N.E.M.A. com- 
mittee to feature “fast, clean, low-cost cooking” in national magazine 
advertising — Mauger believes theme is strong selling point 


Electrical manufacturers are bidding 
for a banner year in 1939 with pros- 
pects of accelerating sales in all divi- 
sions. The speeding of utility construc- 
tion as part of the national defense 
program, as well as normal require- 
ments to meet increased demands for 
power, offers more business in’ the 
heavy construction and power equip- 
ment industries. This phase will be 
augmented by increased efforts in the 
promotion of electrical appliances. 

An intensive drive on electric ranges 
will be undertaken by the electric 
range division of the National Elec- 
trical Manufacturers Association. The 
program was approved at the annual 
meeting in Chicago and plans are now 
under way to give the campaign added 
impetus. The 1939 drive will be based 
on national magazine advertising. 
backed by strong newspaper and radio 
campaigns on the part of the utilities. 
electrical anpliance distributors, deal- 
ers and department stores. 


Sets drive tempo 


H. J. Mauger, chairman of the 
N.E.M.A. range division, declared that 
“we have decided upon the theme of 
the campaign and have approved the 
national magazine advertising. In my 
opinion the 1939 program supplies the 
strongest selling theme that the indus- 
try has seen.” 

The advertising will feature “fast. 
clean, low-cost cooking,” with major 
emphasis on economy. The American 
public, according to Mr. Mauger, is 
still unaware that modern electric 
ranges and the favorable electric rates 
how generally in effect truly provide 
the modern, low-cost cooking that 
women have always wanted. He be- 
lieves that the drive will produce a 
sharp increase in sales. 

Rapid acceptance for electric cook- 
ery has been accelerated materially by 
the well-organized educational cam- 
paign carried on by the _ industry 
through the Modern Kitchen Bureau 
'o acquaint the public with low cost 
and the high speed of present day elec- 
trie ranges, Mr. Mauger said. He saw 
4 general improvement in business. . 

Carl L. Peirce, Jr., president of 
Hubbard & Company, who was elected 
hew president of N.E.M.A., is giving 
Support to the many programs to be 
undertaken by N.E.M.A. next year. 
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Mr. Peirce was elected second vice- 
president of N.E.M.A. at the 1934 an- 
nual meeting. He was born in Mil- 
waukee in 1873. 

Graduated from St. John’s Military 
Academy in Wisconsin in 1892, Mr. 
Peirce joined the Chicago Bell Tele- 
phone Company. In 1903 he organized 
the Peirce Specialty Company, with 
capital obtained from the telephone 
company. When this business was sold 
to Hubbard & Company in 1909 he was 
made its department manager. In 1927 
he was elected vice-president and in 
1929 was elected president and a 
director. 


Court Will Hear TVA 
Argumentson Monday 


TVA, the government’s gigantic 
power experiment in the Tennessee Val- 
ley, again will be brought to the atten- 
tion of the public when arguments be- 
fore the Supreme Court open next Mon- 
day. On the following day the Con- 
gressional committee investigating the 
TVA will resume hearings in Wash- 
ington. 

The arguments before the Supreme 
Court will be in the nature of seeking 
to reverse the lower court decision hold- 
ing the agency constitutional, as well 





as its power program. Originally com- 
menced by nineteen companies, the 
number has been reduced to fourteen, 
with Tennessee Public Service, Holston 
River Electric, Kentucky-Tennessee 
Light & Power and West Tennessee 
Power & Light dropping out, since they 
have turned over their facilities to TVA 
or its nominees. 

Representatives of the utility indus- 
try will testify before the Congressional 
committee. Charles W. Kellogg, presi- 
dent of E.E.I.; Bernard F. Weadock 
of E.E.I., and Wendell L. Willkie, presi- 
dent of Commonwealth & Southern, will 
appear before the committee. Chair- 
man Vic Donahey said that the com- 
mittee’s hydro-electric power expert, 
Thomas A. Panter, would explain his 
detailed survey of the allocation of 
TVA power costs. 


PWA Nebraska Loans 


Raised and Lowered 


Approval by President Roosevelt of 
an increase in allotment for one Ne- 
braska power and irrigation project 
and reduction in allotment of a second 
Nebraska project has been announced 
by Public Works Administrator Ickes. 

The increase in allotment was ap 
proved for the Central Nebraska Pub- 
lic Power and Irrigation District. Allot- 
ment for this project is to be increased 
by $5,890,000 of which $3,240,000 is a 
loan and $2,650,000 is grant. Previous 
allotment amounted to $16,553,000 loan 
and $13,543,000 grant. 

Reduction of $3,390,000 in a previous 
allotment to the Loup River District 
was approved by the President. By 
this reduction an allotment made to 
the district last July in the amount 





RANGE CAMPAIGN—Discussing the 1939 electric range campaign, which will feature 

“fast, clean, low-cost cooking.” L. to r—Bruce Fleming, executive secretary of electric 

range division of N.E.M.A.; Reese Mills, chairman of N.E.M.A. electric range sales 
committee, and W. A. Grove, chairman of advertising committee 
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of $5,190,000 is lowered to the amount 
of $1,800,000. 

With the increased allotment Cen- 
tral District will construct the Johnson 
canyon power house No. 2 with sub- 
station and the Johnson canyon power 
house No. 1 with substation and trans- 
mission line to Johnson canyon power 
house No. 2. Sufficient transmission 
lines to meet minimum requirements 
can be constructed by the Loup River 
project for $1,800,000, according to the 
PWA announcement. Because of the 
limitation of funds available for Ne- 
braska it was decided to reduce the 
allotment and defer the additional con- 
struction to some later date. With the 
$1,800,000 it is proposed to construct 
transmission line from Valley, Neb., 
to Omaha; line from Lincoln to Omaha 
and substation at Omaha. 


RFC Ready to Lend Utilities 
$250,000,000 for Program 


Chairman Jesse H. Jones of the Re- 
construction Finance Corporation de- 
clared that private utilities will have no 
difficulty in financing their national de- 
fense power expansion program as his 
ageney is prepared to lend the industry 
$250,000,000 for the purpose. 

It was indicated by Mr. Jones that 
the utilities will likely offer to the RFC 
as collateral debentures which will be 
converted into stock at some future 
date. While the RFC has received no 
requests for funds, Mr. Jones said that 
in order to obtain RFC money the util- 
ities must comply with the law. This 
means, he added, that the utilities will 
be expected to co-operate with the SEC 
in connection with the utility act. 


Colorado River Authority to Use 
System of Short-Wave Radio 


Wiil establish stations at critical points to give information of impend. 


ing flood conditions — Precaution is being taken to prevent recur. 
rence of damage of last flood — Speeds work on power plants 


Every known precaution to prevent 
flood damage and to inform residents 
in areas of approaching heavy rains 
and floodwaters is being taken by the 
Lower Colorado River Authority as it 
pushes forward with its program of 
development of the water resources in 
the territory. 

So far the authority has completed 
the Buchanan and Inks power plants 
and is in a position to sell energy to 
surrounding municipalities. Austin, 
headquarters for the LCRA, is now be- 
ing supplied with power, and others are 
to go on the lines as facilities are 
completed. 


Flood was greatest 


Discussing the recent flood, C. 
McDonough, general manager, stated 
that it was the greatest, in quantity, 
that had ever passed down the river. 
He said that no one could expect con- 
trol of floods of this magnitude with- 
out the completion of the Marshall 
Ford Dam and, possibly, levees on the 
lower river. At present Marshall Ford 
Dam is more than 30 ft. above the 
river bed and will be carried to an 
elevation of 190 ft. Mr. McDonough 
stated that no flood protection was 
offered by this uncompleted dam. 

As a means of being in a position 


Harris & Ewing 


POWER GROUP—Meeting of the National Defense Power Committee at which the 
utilities made commitments for 1,000,000 kw. of equipment. Right to left around the 
table: Elbert K. Burlew, C. E. Groesbeck, William Douglas, Floyd L. Carlisle, 
Basil Manly, Assistant Secretary of War Louis Johnson, Assistant Secretary of Navy 
Charles Edison, Fred A. Delano, Benjamin V. Cohen, J. F. Fogarty, Thomas N. McCarter 
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to warn of approaching floods, the 
authority has found that it must set 
up its own communication systems, It 
found that in the last flood the com. 
munications available by local and 
rural telephone systems were inade. 
quate in time of flood to maintain con- 
tinuous communication. The authority 
intends to install short-wave radio com. 
munication with the principal com. 
munities on the watershed, and from 
these points will have additional com. 
munication to gauging stations in the 
locality through the telephone systems 
as long as they remain in service. 


Use short-wave radie 


“The short-wave stations, however, 
will be able to give information con- 
stantly from critical points, despite the 
damages that might occur to local tele. 
phone systems,” Mr. McDonough said. 

It was explained by Mr. McDonough 
that the project is designed with suff. 
cient storage capacity to regulate 
floods, with the exception of about 
three floods that may occur in a period 
of a thousand years. He said that there 
is a limit to the economic investment 
in obtaining sufficient control for floods 
that might occur at less frequency. 

The total installation of _ the 
Buchanan and Inks dams is 37,500 kw. 
Austin Dam is now under construction 
and the generators and turbines have 
been purchased. The installation wil 


be 15,000 kw. 
. 


Plans on Integration 


Filed by Two Utilities 


United Light & Power Company and 
North American Company have filed 
with the SEC tentative plans for the 
integration of their properties under 
Section 11 of the Utility Act. The com 
panies have taken advantage of the 
Commission’s sanction of secrecy and 
will not make their plans public. 

The North American plan is based 
upon the acquisition of properties of 
other companies, as well as the possible 
sale of companies within its group. The 
plan also includes American Power & 
Light. 

United Light & Power plans recap 
talization, elimination of intermediate 
holding companies, reduction of hold- 
ings in other companies and merger of 
some subsidiaries. 
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Northwestern Electric Aids Sale 


of Appliances by Dealer Drives 


Total sales for first nine months above a year ago — Utility estimates 
additional use of energy has added $139,772 in annual revenue — 
Dealer co-operative plan has strong backing throughout territory 


Appliance sales by dealers to resi- 
dential and farm customers in the ter- 
ritory served by Northwestern Electric 
Company, Portland, totaled $1,652,234 
for the first nine months this year, as 
compared with $1,700,752 for the same 
1937 period, according to James B. 
Buman, manager of residential and 
rural sales. 

Mr. Buman stated that these sales 
represent $139,772 in estimated annual 
revenue for the nine months’ period, 
which is 93.1 per cent of quota to date. 


Lists appliance sales 


During the period the dealers sold 
4,489 portable lamps, 662 oil burners, 
2,952 refrigerators, 1,202 ranges, 324 
water heaters, 5,502 radios, 6,702 table 
cookery, 2,401 other heating devices, 
1,013 vacuum cleaners, 2,230 clothes 
washers, 843 fans, 443 farm devices 
and 2,641 other motor devices. 

A field survey made a year ago in 
the Portland residential district showed 
that among Northwestern customers the 
saturation of major appliances were: 
43 per cent for ranges, 49 for refriger- 
ators, 15 for water heaters, 93 for 
radios, 63 for washers, 81 for cleaners 
and 16 per cent for ironers. 

Discussing the dealer co-operative 
plan applied by the Oregon utility, Mr. 
Buman said that sales have been ex- 
panded and kilowatt-hour sales to farm 
and residential customers have main- 
tained the normal growth. He said that 
in 1931 the company decided to dis- 
continue sales of electrical appliances 
and to promote their sale through 
dealer outlets. The plan of promotion 
decided upon would more thoroughly 
utilize the facilities of all the dealers 
and at a more economical cost of doing 
business to both parties. Approximately 
two years time was consumed in dis- 
posing of the stock of appliances of 
the utility. Members of the sales per- 
sonnel were given ample time to be- 
come established in sales work else- 
where without seriously disturbing 
their economic welfare. 

By 1933 Northwestern Electric had 
teduced its residential and farm sales 
department from 72 to nineteen people, 
and as a result of the new policy prac- 
tically all of the dealers in the terri- 
tory expanded their general sales 
Program and put sales organizations in 


the field. 
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“Previous conflicts and dissatisfac- 
tion among dealers because of sales 
competition with them has changed 
to a situation of wholehearted co-opera- 
tion with our sales promotion plans,” 
Mr. Buman said. “At the same time, to 
a large extent, the dealers have become 
‘ambassadors of good will’ between the 
utility and the customers. Evidence of 
this is frequently noticed in the ter- 
ritory served.” 

Mr. Buman said that the plan of 
load building is not so impossible or 
really so different as one might think 
who has not promoted sales of appli- 
ances through dealer outlets exclusive- 
ly. He stated that there is little change, 
as every sale is made by dealers instead 
of only a portion of them. “Utility 
sales are a small part of the total,” 
Mr. Buman said, “but they are the 
aggravating (usually overestimated by 
the dealer) part of the total that causes 
conflicts and misunderstandings. 


More dealers now 


Since the plan has been inaugurated 
in the territory the number of dealers 
have increased. “We have 77 dealers 
selling electric ranges in a substantial 
way where we had less than 45 under 
the old plan of selling direct,” Mr. 
Buman said. These appliance dealers 
also sell residential customers of Port- 
land General Electric Company. 

Under the utility-dealer sales promo- 
tion plan campaigns are handled in 
about the same manner except that 
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MODERN KITCHEN—This efficient all-el 


of Commonwealth Edison Company in its Chicago downtown shops. 


hall. 


the customer is directed to buy from 
a dealer. The dealer’s salesmen follow 
all prospects in the field. During the 
year the company runs about five major 
and five minor programs. Quotas are 
set up in each class of appliances and 
every dealer has a quota. The dealer 
quota is based on the dollar volume 
done the previous year. Mr. Buman said 
that by degrees the company has been 
able to educate the dealers to work 
on an appliance unit quota plan that 
will materially increase their dollar 
volume over a twelve-month period. 


Chicago Utility Holds 
Electric Living Show 


Electric living—today and tomorrow 
—was the keynote of the recent ex- 
position staged by Commonwealth EFdi- 
son Company in its downtown Chicago 
electric shops. Spectacular demonstra- 
tions of electrical advances in science, 
radio, aviation and industry, electric 
cooking schools and novel exhibits of 
the latest time- and lhabor-saving appli- 
ances and lighting equipment featured 
the Electric Living Show, which at- 
tracted large ‘crowds. 

A magic kitchen, mechanical man 
and a facsimile-newspaper radio, which 
printed news stories and pictures by 
radio impulses, drew public attention. 
Visitors saw the “front office,” or pilot’s 
cabin, of a 2l-passenger transport 
plane, with its many electrical controls 
and aids to safe flying, and a “kitchen 
in the clouds,” the galley of a modern 
air liner. 

In addition to the application of elec- 
tricity in modern science and medi- 
cine, the exposition had electric cook- 
ing and appliance demonstrations daily. 
Four large electric cooking schools 
were held in the company’s assembly 


par Saha 


ectric kitchen was part of the recent exhibit 


It attracted large 


crowds of those interested in electric kitchens and modern cooking 
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TennesseeCommunitiesBuy Utility 
System to Distribute TVA Power 


Facilities of West Tennessee Power & Light purchased for $1,600,000 
— TVA to pay $509,000 of price — Deal marks further invasion of 
government agency into territory of Electric Bond & Share System 


Expanding municipal operation of 
electric utility facilities to distribute 
TVA power took another slice of the 
territory served by subsidiaries of Na- 
tional Power & Light Company, Elec- 
tric Bond & Share unit, last week 
when an agreement was reached in- 
volving twenty-two West Tennessee 
communities. 

A price of $1,600,000 was fixed for 
the purchase of the electric facilities 
of the West Tennessee Power & Light 
Company by the communities and the 
TVA. The participating municipali- 
ties are to pay $1,091,000 and the TVA 
$509,000. The utility had asked $2,- 
500,000, the rate base. 


Allocate purchase price 


Representatives of the utility, TVA 
and a committee of Mayors reached 
the agreement following three days of 
negotiation. Under the terms of the 
agreement Jackson, Tenn., the largest 
of the group, will furnish $750,000 of 
the purchase price for electrical facili- 
ties and transportation properties. The 
balance will be divided as follows: 
Ripley, $171,000; Brownsville, $120,- 
000; Humboldt, $50,000. 


Ses 


The municipalities contemplate the 
issuance of revenue bonds to pay for 
the properties. The TVA will sell 
rural properties and transmission lines 
to the Gibson County Electric Member- 
ship Corporation and Southwest Ten- 
nessee Electric Membership Corpora- 
tion. 

As a result of the agreement, which 
was announced by Joe Swidler, counsel 
for the TVA, the following municipali- 
ties now have the assurance of TVA 
power through the deal: Halls, Ripley, 
Henning, Covington, Brighton, Mun- 
frod, Atoka, Tipton, Brownsville, Stan- 
ton, Mason, Morris, Bells, Mercer, 
Whiteville, Jackson, Hantersville, Hum- 
boldt, Gadsden, Medina, Pinson and 
Henderson. 


Consumers to save $300,000 


It is estimated that consumers of 
electric energy will save 40 per cent 
on their power bills, or about $300,000 
a year. Contracts are now being drawn 
so that the communities can expect 
TVA power by Christmas. 

In separate agreements for the ice 
and water properties of the company 
in the different communities, Hender- 


3 


NEW PROVING FARM—Watching the operation of a corn sheller at the opening of 
the poultry proving farm at New Hope, Pa., of Westinghouse Electric & Manufacturing 


Company, in co-operation with Philadelphia Electric Company. 


L. to r.—Philip H. 


Alden, Clara Zillessen, J. Frank Gaskill and Joseph C. Webb, all of Philadelphia 
Electric, and G. A. Sawin, head of Westinghouse rural electrification department 
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son will pay $20,000 for. the water 
plant, Halls $40,000 for the water plant 
and Ripley $94,000 for the water and 
ice plant. West Tennessee Power & 
Light will retain all of its natural gas 
distribution business and its ice plant 
at Brownsville. 

The $50,000 Humboldt purchase 
price will be used to improve and ex. 
tend its own municipal plant, by the 
utility, which has leased the city’s 
plant for several years. The street 
railway system at Jackson will be 
abandoned, as the city has let a fran. 
chise to a new company which wil] 
operate buses. 

West Tennessee Power & Light has 
agreed to withdraw its complaint in 
the TVA suit to be heard November 
14 by the Supreme Court. 

National Power & Light is now ne. 
gotiating with Memphis for the sale of 
the Memphis Power & Light proper. 
ties. The Memphis Board of Water & 
Light has recommended to the City 
Commission that the purchase price of 
$13,500,000 be accepted. The city will 
pay $11,500,000 and the TVA $2,000, 
000. 


Electricity Applied 
to Egg Proving Farm 


A field laboratory for manufacturers 
of farm equipment, utilities and poul- 
trymen has been opened by Westing: 
house Electric & Manufacturing Com- 
pany in co-operation with the Philadel- 
phia Electric Company. 

More than 200 guests were enter- 
tained by the two companies last week 
at the opening of the new proving farm 
at New Hope, Pa., 35 miles north of 
Philadelphia, where electricity is the 
silent partner in putting hens on a 
factory production basis to lay 1,000 
eggs, where only 500 were laid before. 


Put power to work 


At the streamlined egg factory on 
the 164-acre farm of Charles F. Wen- 
dig electricity has been put to work 
in such a fashion as to furnish labora- 
tory results for manufacturers of farm 
equipment and for utilities with point- 
ers for improved designs as well as to 
provide the poultrymen with additional 
information on practical application of 
electricity as aids to chicken raising. 

Studies are being made to determine 
use and costs of operation of the differ- 
ent phases of the farm. Adequate wir 
ing has been installed in every instance 
so that maximum use can be made of 
appliances and lighting. Not only have 
the poultry houses been given attention, 
but the farm home has modern elec: 
trical appliances, including the electric 
kitchen. 
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Hartford League Set 
to Push Sales Drive 


Three hundred representatives of 
yarious branches of the electrical in- 
dustry met in Hartford last week to 
organize the Hartford Electric League 
for the pledged objectives of better 
living electrically through certified ap- 
pliances and service. Headquarters are 
at 242 Trumbull Street, and the man- 
aging director is Carl E. DeLaney, 
formerly engaged in sales promotion 
for the Hartford Electric Light Com- 
pany. 

Orrin P. Kilbourn, newly elected 
league president and head of the Orkil 
Electric Company, was chairman of 
the meeting. He stated that the main- 
tenance of high ethical standards and 
trade practices, with the development 
of the industry locally, will occupy 
the league’s attention, and in an in- 
terview at the close of the dinner said 
that the league is open to all dealers, 
distributors and manufacturers doing 
business in Greater Hartford who will 
subscribe to its objectives and agree 
to abide by its policies and practices. 

Associate membership will also be 
available to architects, sales engineers 
and others whose activities touch the 
electrical field. League members will 
be identified by an official seal and 
approved appliances will be tagged to 
insure the sale of highest quality ap- 
pliances. 

Mr. Kilbourn pointed out that the 
league invites comments and criticism 
from the public and any one in the 
industry. The immediate objective takes 
concrete form in a vigorous campaign 
to sell at least $350,000 worth of equip- 
ment and also push appliances in 500 
complete electric homes before Janu- 
ary 1. Prizes will be given to salesmen 
in a contest to achieve this result. 

Speakers at the opening dinner in- 
cluded Samuel Ferguson, chairman of 
the board, Hartford Electric Light 
Company; R. D. Cutler, vice-president 
Hartford Electric Light Company, and 
Dr. G. A. Allison, director of the mod- 
ern kitchen bureau, Edison Electric 
Institute, New York. 

Other officers of the league are S. K. 
Lavery, vice-president; John H. Bauer, 
treasurer, and Frank Linbacher, secre- 
tary. The board of governors consists 
of Frank Cashman, Messrs Lavery, 
Bauer and Kilbourn, Francis Stern, 
Thomas O’Brien, R. E. Arnold and 
Bret Neece. 


Continues Negotiations 


Southwestern Gas & Electric Com- 
pany is continuing negotiations with 
the city council of Texarkana, Tex., 
for the sale of its electric distribution 
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HARTFORD ELECTRIC LEAGUE—More than 300 representatives of the industry 


met last week to organize better living through certified appliances and service 


Head table, 1. to r.—Marshall Mott, Hartford Better Business Bureau; Francis Stern, 
Stern & Company; Claude Volimayer, Hartford Chamber of Commerce; Frank Cashman, 
G. Fox & Company; Raymond Gibson, Hartford Electric Light Company; Louis Kimball, 
president of Landers, Frary & Clark; Viggo E. Bird, president of Hartford Electric Light 
Company; John Bauer, treasurer of Hartford Electric League; Samuel Ferguson, chairman 
of Hartford Electric Light Company; Orin Kilbourn, President of Hartford Electric League ; 
Dr. G. W. Allison, Modern Kitchen Bureau; Ralph D. Cutler, vice-president of Hartford 
Electric Light Company; Frank Limbacher, secretary of Hartford Electric League; Robert 


Arnold, sales manager of Silex Company ; 


Thomas O'Brien, president Hartford Electric 


Supply Company; L. E. Knapp, commercial manager of Hartford Electric Light Company, 
and Carleton DeLaney, managing director of Hartford Electric League. 





system, on which the city’s offer has 
been increased from $250,000 to $333,- 
334. W. E. Bann, general manager, 
stated fair valuation of the property is 
$425,000. The city plans to set up an 
electric distribution system, either by 
purchase or construction. Generating 
facilities are not involved in current 
negotiations, as Southwestern Gas has 
its chief generating units at Shreve- 
port, La. 


SEC to Keep Plans Secret 


Chairman William O. Douglas of the 
SEC has announced that the commission 
will hold confidential the plans of in- 
tegration as filed by utility holding com- 
pany systems. Mr. Douglas stated that 
executives of several companies have 
indicated to the commission that con- 
fidential treatment of the plans would 
be desirable not only to permit informal 
submission of concrete and definite 
plans but to keep those plans flexible 


and tentative. 
* 


Utility Consents to Probe 


Counsel for the New York State Elec- 
tric & Gas Corporation promised the 
State Public Service Commission at a 
recent hearing to give complete in- 
formation on the ownership and control 
of the company. Counsel stated they 
will disclose ownership of the utility 
through to the top holding company 
and the control of voting stock since 
1928. The hearing was adjourned to 
November 21. 


Pacific Coast Utility 
to Dramatize Power 


Dramatic impact will be used by 
Pacific Gas & Electric Company at the 
Golden Gate International Exposition 
next year to picture the progress of 
electric power and its place in the 
pioneering of the far West. 

The utility will have a giant, animated 
diorama in the Palace of Electricity 
that will cover the entire south wall. 
The mural, in triad form and in three 
dimensions, will dramatize the past and 
future of the West. It will cover 6,000 
sq.ft. and will have more than twenty 
colorful moving human figures. The 
diorama is 180x57 ft. by 25 ft. deep. 

A series of smaller exhibits will em- 
phasize the high degree of electrifica- 
tion on California farms. Another will 
break down the family budget and show 
that electricity is but 1.7 per cent of 
the total. A relief map, under day-to- 
night transition in illumination, will 
present the facilities of Pacific Gas & 
Electric. 

One of the most interesting features 
of the exhibit will be a robot which will 
respond to questions of the audience 
concerning electricity. A 100-seat the- 
atre is being built which will show 
colored sound movies of the company’s 
territory. In addition, ultra-violet- 
fluorescent-paint demonstrations and the 
effects of light on eyes, foods, floor cov- 
erings, apparel and makeup will be 
shown. 
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270 Companies Plan 
Power Show Displays 


Newest developments in power plant 
equipment will be shown by more than 
270 leading manufacturers at the 
thirteenth National Exposition of 
Power and Mechanical Engineering, to 
be held at Grand Central Palace, New 
York, December 5 to 10. Among the 
companies which will display electrical 
and allied products are the following: 

Allis-Chalmers Manufacturing Company, 
American Blower Corporation, American 
Brass Company, American Engineering 
Company, Automatic Switch Company, 
Bailey Meter Company, Benjamin Electric 
Maufacturing Company, Charles Bruning 
Company, Buell Engineering Company, 
Bull Dog Electric Products Company, Cof- 
fing Hoist Company, Crane Company, 
Crocker-Wheeler Manufacturing Company, 
Cutler-Hammer, Inc., Dampney Company 
of America, Grinnell Company, Ideal Com- 
mutator Dresser Company, International 
Nickel Company, Johns-Manville, Jones & 
Laughlin Steel Corporation, Walter Kidde 
& Company, Koppers Company, Leeds & 
Northrup Company, Revere Copper & 
Brass, Inc., Rowan Controller Company, 
SKF Industries, Inc., Socony-Vacuum Oil 
Company, Sterling Engine Company, Ward 
Leonard Electric Company, Chase Brass & 
Copper Co., Ozalid Corporation. 


Like the previous National Power 
Shows, this is under the management 
of the International Exposition Com- 
pany, Grand Central Palace. 


A.S.M.E. Issues Program 


Presenting the latest developments 
in the fields of machine tools, steam 
power, aeronautics, management, safety, 
metals, fuels, instruments, textiles, hy- 
draulics, lubrication, railroads, re- 
search and ordnance, the 59th annual 
meeting of the American Society of 
Mechanical Engineers will be held at 
the Engineering Societies Building in 
New York City, December 5-9. 


State Commissioners to Meet 


The fiftieth annual convention of the 
National Association of Railroad and 
Utilities Commissioners will be held in 
the Roosevelt Hotel, New Orleans, No- 
vember 15 to 18. Among the subjects 
to be discussed will be public utility 
finance and reorganizations, regulation 
of public utility rates, the natural gas 
industry and railroads and railroad 


rates. 
s 


Pacific Gas & Electric 


Dismissal Motion Denied 


Pacific Gas & Electric Company’s 
motion to dismiss, and objection to, 
condemnation proceedings filed by the 
Sacramento Municipal Utility District 
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against the company’s electrical distri- 
bution system within the district has 
been denied by the California Railroad 
Commission. 

The initial hearing to fix just com- 
pensation for the properties to be con- 
demned is set for November 29, before 
Commissioner Ray C. Wakefield, in San 


Francisco. 
e 


Washington Water Power 
to Launch Lighting Drive 


Backed by an extensive advertising 
campaign, the Washington Water Power 
Company has set a goal of 10,000 I.E.S. 
lamps, 2,250 kw. of new lighting load 
and $45,000 in estimated annual rev- 
enue in its new light-conditioning pro- 
gram for the home campaign during the 
next six months. Extensive advertising 
will be done in the local papers in 
Spokane and throughout the area. The 
drive will also receive emphasis with 
programs over three radio stations, on 
billboards and by window and counter 
displays and by direct mail. The plan 
is under the direction of Lewis A. Lewis, 
assistant general manager. 


Potomac Edison Campaign 


As a current employee sales activity, 
Potomac Edison Company is offering 
a free trip to New York City to em- 
ployees selling 20 I.E.S. lamps in the 
six-week period ending November 15. 
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National Association of Railroad and Utili- 
ties Commissioners—Annual meeting, New 
Orleans, La., November 16-18. Clyde S. 
Bailey, secretary, Earle Bldg., 13th and 
E. Street, Washington, D. C. 

International Association of 
Leagues—Annual conference, Architects 
Building, Philadelphia, Pa., November 
17-19. O. C. Small, secretary, 155 East 
44th Street, New York City, N. Y. 


American Institute of Electrical Engineers 
—Annual meeting, southern district, 
Miami, Fla., November 28-30. Bn. Bh. 
Henline, national secretary, 33 West 39th 
Street, New York, N. Y. 


American Society of Mechanical Engineers 
—Annual meeting, New York, N. Y., 
December 5-9. C. E. Davies, national 
er 29 West 39th St., New York, 

Thirteenth National Exposition of Power 
and Mechanical Engineering—Grand Cen- 
tral Palace, New York, December 5-10. 
Charles F. Roth, manager, Grand Cen- 
tral Palace, New York. 

Edison Electric Institute—American Gas 
Association—Second annual accounting 
conference, Palmer House, Chicago, II1., 
December 12-14. 

American Association for the Advance- 
ment of Science—Winter meeting, Rich- 
mond, Va., December 27-31. 


Electrical 


Associated Hearing 
Set for December 


Backed by a victory in the Supreme 
Court of the United States during the 
court’s last term, the Federal Power 
Commission has ordered that a joint 
hearing with the Pennsylvania Public 
Utility Commission be held on Decem- 
ber 1 on certain operations of 35 com- 
panies and four officials of the Asso- 
ciated Gas & Electric System. 

“The joint hearing will enable the 
commission to complete, in the public 
interest, an investigation long thwarted 
by legal obstacles,” acting Chairman 
Clyde L. Seavey said in announcing 
the commission’s action, “and _ will 
bring to light facts concerning certain 
affairs of these companies and _indi- 
viduals which have heretofore been 
consistently withheld from the scrutiny 
of regulatory agencies.” 

The investigation was instituted in 
January, 1936, to inquire into certain 
transactions of six operating electric 
utilities in the system for the purpose 
of determining the extent to which 
H. C. Hopson and others exercised 
dominance and control over these util- 
ities and exacted from them service 
charges, according to the commission. 
The inquiry was broadened by an 
order adopted by the commission in 
January, 1937, setting a hearing and 
investigation “to ascertain and deter- 
mine all facts, conditions, practices and 
matters regarding the ownership, oper- 
ation, management and control” of the 
numerous servicing companies in the 
Associated Gas & Electric System. 

In its order setting a joint hearing 
the commission dismisses the petition 
for rehearing on the order of January, 
1937, broadening the scope of the in- 
vestigation, orders all proceedings on 
the petition for rehearing terminated 
and directs that all matters involved 
in the investigation instituted by order 
of January, 1936, and the order of 
January, 1937, be assigned for hearing 
December 1. 

« 


Pick New York for Meetings 


Empire State Gas and Electric Asso- 
ciation has announced that its operat- 
ing group meetings will be held next 
spring in New York City. This would 
give those attending the opportunity to 
visit the World’s Fair, which opens on 
April 30. The group meetings of the 
association will be held in the Tower 
Club at the Park Central Hotel, the 
electric operating group on Friday, 
May 12, and the gas operating group 
on Friday, June 9. The meetings are 
to be held on Fridays so as to give 
opportunity to those who wish to stay 
over the week-end and attend the fait. 
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From tank to core, L-M Distribution Transformers incor 
| (; | \ |. |’ R I I) porate the newest developments in transformer design . . . are 
9 engineered to meet today’s load and service conditions. Th- 

() l { () ( | ) \ L-M Transformer’s record of service performance, remarkably) 

° ° failure-free, is proof of the soundness of L-M transforme: 

( () | (| \ { | () il \ design and construction. Specify L-M Transformers in you 

next transformer order ... you can expect extra value bot 


in years of service and in low-cost, trouble-free performance 
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WATER BALLET—Consolidated Edison Company of New York, Ine.. system’s building under construction 

at the New York World’s Fair will have its 9,000 square foot facade seulptured in water by a fountain 

colonnade, formed by the discharge of 40,000 gallons of water an hour to a height of 42 feet in the air. 
Staged in the reflecting pool which rims the structure, a water ballet climaxes the spectacle 
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GOLDEN GATE FAIR—Pacifie Gas & 
Electric will display this 6.000-sq.ft. dio- 
rama at the San Francisco World’s Fair. 
it occupies an entire wall of the Palace 
of Electricity. Above is the robot which 
will answer questions, indicated by the 
numbers, and tell how electricity is made 
and how cheap it is in California. The 
animated diorama, in triad form and in 
three dimensions, will dramatize the past 
and future of the West. It will be part 
of the exhibit to demonstrate the part 
electric power has played in the pioneer- 


ing of the far West 
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NOVEL EXHIBIT Dr. Hart E. Fisher, chief surgeon of the Chicago Rapid Transit Company, deserib- 
ing the operation of a Drinker respirator, or “iron lung,” to visitors at the recent Electric Living Exposition, 
held in the downtown shops of Commonwealth Edison Com- 
pany. This was only part of the exhibit, which had demon- 
strations of recent electrical advances in science, radio, aviation 
and industry. electric cooking schools and novel displays of 


the latest labor-saving appliances and lighting equipment 


SALES DRIVE—H. E. Young, vice-president Northern States 
Power Company, demonstrates an electric range to the Chero- 
kee Princess Wahleka on “Eleetric Appliance Day” in the 
National Salesmen’s Crusade which topped a $50,000 quota. 
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Minneapolis dealers reported a volume about 4)4 times 


= ; great as a normal day’s business in the peak selling season 
MEET-—Seen at the 





AT 
recent convention of the 
Wisconsin Utilities Asso- 
ciation at Milwaukee 
were (at left) A. M. Jack- 
son, Locke Insulator; 
H. F. Blackburn. Missis- 
sippi Valley Public Serv- 
ice, A. J. Montgomery, 
General Electric. Top, 
left to right—A. G. 
Pergande, Wiscon- 
sin Electric Power; 
J. A. Tyvand, Wis- 
consin Gas & Elee- 
tric, and F. D. Mae- 
kie. Madison Gas & 
Electric. Middle 
row—Harold Tur: 
kelson. Wisconsin 
Gas & Electric; 
F. J. Hatch, Wis- 
consin Public Serv- 
ice; J. G. Felton, 
Northern States 
Power, and L. A. 
Falk, Wisconsin 
Power & Light, 
and J. A. Borland, 


Frigidaire 





NEW TOWER~ Four times Arkansas 


Power & Light has replaced towers on the 


west side of the Mississippi River, three 

because the river cut a new bed and one 

a windstorm. The one now up is_ the 

guyed mast type. 560 ft. high. The span 
is 6,000 ft. 
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OKONITE-CAl 


AZARD INSULATED WIRE WORKS DIVISION 





Okonite-Callender oil-filled cable provides an economical 
means of solving many problems that arise in operating 
high-voltage, underground systems. 


Among the important advantages of oil-filled cable are: 


Smaller outside diameters 
Greater insulation stability 
Greater allowable current carrying capacity 


It is recommended that oil-filled cable be given considera- 
tion in plant problems involving high-voltage, underground 
cables. We offer an active, practical engineering service for 
assistance in such studies. Our bulletin on oil-filled, paper 
insulated cables will be mailed upon request. 


1938 Marks Our 60th Year of Service 


THE OKONITE COMPANY 


Founded 1878 


EXECUTIVE OFFICE: PASSAIC, NEW JERSEY 
Boston Seattle Buffalo 


Chicago Dallas Detroit 











THE OKONITE-CALLENDER CABLE CO., IN 


Atlanta 


Philadelphia Los Angeles Pittsburgh St. Louis W ashington San Francisco 
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Output Passes 1937; 
First Time in Year 


The gap between the output curves 
for this year and last, which has been 
narrowing steadily the past few weeks, 
was closed last week for the first time 
this year. Production of electricity for 
the week ended November 5 amounted 
to 2,207,444,000 kw.-hr., an increase 
of 0.2 per cent over the corresponding 
week of last year, according to the 
Edison Electric Institute. 

At the same time another record was 
established. This output figure repre- 
sents an all-time high for this particular 
week of the year. However, the output 
was below that of the preceding week, 
2,226,038,000 kw.-hr., a high for the 
year to date. 

While four geographic regions again 
showed output under that for a year 
ago, the margins in these regions were 
diminished appreciably, with the West 


Per Cent Change from Previous Year 


Week Ending 


a, 











Nov. 5 Oct. 29 Oct. 22 

New England +6.4 +3.7 2.6 
Middle Atlantic as +3.6 +2.1 —0.2 
Central Industrial ; —3.1 —5.5 —8.2 
West Central. Rae —0.2 —3.2 —2.6 
Southern States ms —1.4 —1.7 +0.7 
Rocky Mountain a —3.5 —4.9 —9.2 
| ee +2.8 +2.0 —0.3 
United States +0.2 —1.3 —3.0 





Files Suit Against 
Columbia Gas System 


An anti-trust suit has been com- 
menced against Columbia Gas & Elec- 
tric Corporation, its officers and di- 
rectors, and Warfield Natural Gas 
Company, one of its subsidiaries, in 
the Federal District Court of Delaware 
by the Department of Justice. The 
defendants are charged with violation 
of the Sherman anti-trust act, because 
they have allegedly engaged since 
February, 1930, in a combination and 
continuing conspiracy to restrain trade 
and commerce in natural gas in Ken- 
tucky, West Virginia, Ohio and Michi- 
gan and to attempt to monopolize that 
trade. 

The suit also alleges violation of the 
Clayton Act, due to the acquisition of 
about three-fourths of the stock of 
American Fuel & Power Company and 
bonds and debentures of Inland Gas 
Corporation and Kentucky Fuel Gas 
Corporation, two American subsidi- 
aries. 

Columbia Gas & Electric Corpora- 
tion stated that the purpose of the suit 
is to require the Columbia System to 
divest itself of the control and owner- 
ship of securities of American Fuel & 
Power Company and __ subsidiaries. 
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Billions of Kw-Hr. 
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Central region within 0.2 per cent of 
last year’s figure. New England con- 
tinued its gains, being up 6.4 per cent, 
as did the Middle Atlantic and Pacific 
Coast regions, up 3.6 and 2.8 per cent, 
respectively. 


“These properties,” the statement said, 
“have been operated in receivership or 
bankruptcy under the jurisdiction of 
the Federal District Court ever since 
1931, and no earnings therefrom have 
ever been included in the consolidated 
statement of Columbia Gas & Electric 
Corporation and its subsidiaries. 

The policy of Columbia System has 
been to maintain and increase its op- 
erating reserve acreages as necessary 
to assure to its present and prospective 
consumers an adequate supply of gas 
for all present and prospective increas- 
ing demands in future. . . Columbia 
Gas & Electric Corporation is fully 
prepared to defend this policy, which 
has always been in the interest of the 
public, when the action comes to trial.” 


Abolition Vote Prohibited 


Attorney-General G. W. Hamilton, 
at Olympia, Wash., recently ruled the 
law governing creation of public 
utility districts in the State of Wash- 
ington made no provision for their dis- 
solution and that Pacific County voters 
could not ballot on such a question. 
An opinion to J. Burke Welsh, Pacific 
County prosecutor, said: “It is not 
proper for the county commissioners 
to submit any such proposition to the 
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Weekly Output, Millions Kw.-Hr. 


1938 1937 1936 
Nov. 5.2,207 Nov. 6..2,202 Oct. 31..2,176 
Oct. 29.2,226 Oct. 30..2,255 Oct. 24. .2,167 
Oct. 22.2,214 Oct. 23..2,282 Oct. 17..2,170 
Oct. 15.2,183 Oct. 16..2,276 Oct. 10..2,168 
Oct. 8.2,154 Oct. 9..2,280 Oct. 3..2,169 
Oct. 1.2,139 Oct. 2..2,276 Sept. 26. .2,157 








people of the county.” Peiitions were 
submitted to the county auditor re- 
cently containing signatures wishing 
the recently formed district abolished. 


Consumers Power Workers 


to Hold Labor Board Vote 


The National Labor Relations Board 
on November 10 ordered the Consum- 
ers Power Company, Jackson, Mich., 
to refrain from recognizing the Inde- 
pendent Power Employees Association, 
an alleged company-dominated organ- 
ization, and to stop all interference with 
employee rights under the Wagner La- 
bor Relations Act. 

At the same time it announced that 
an election would be conducted within 
45 days to determine whether employees 
wish to be represented by the Inter- 
national Brotherhood of Electrical 
Workers (AFL), the Utility Workers 
Organizing Committee (CIO) or by 
neither. 

* 


Florida Plant Additions 
The city of Orlando, Fla., will add 


a new building and equipment to its 
present power plant, at a cost of about 
$798,000. Robert & Company, Atlanta, 


Ga., are engineers. 
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F. W. Smith of Richmond 
Appointed General Engineer 


Farquhar W. Smith, acting head of 
the Virginia Electric & Power Com- 
pany’s engineering department during 
the illness of the late C. H. Harris, 


has been appointed general engineer. 
Mr. Smith has been a member of Vir- 
ginia Electric & Power Company’s engi- 
neering staff since 1931. He obtained 
his first experience in the public utility 
field with the New England Power 
Company, where he had wide experi- 
ence in system operation, transmission 
engineering and engineering studies 
covering both generation and transmis- 
sion. Mr. Smith joined the Stone & 
Webster organization in 1921 as elec- 
trical engineer for the Blackstone Val- 
ley Gas & Electric Company at Woon- 
socket and Pawtucket, R. I., going from 
that organization to Virginia Electric 
& Power in 1931. He is secretary of the 
Virginia section of the American Insti- 
tute of Electrical Engineers. 


> D. Rosert YARNALL, chief engineer 
of the Yarnall-Waring Company of 
Philadelphia, has been re-elected presi- 
dent of United Engineering Trustees, 
of which the Engineering Foundation 
is the research organization. Mr. Yar- 
nall is nationally known as an indus- 
trialist and engineer. Other officers 
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were named as follows: Henry A. 
Lardner, J. G. White Engineering Cor- 
poration, New York, first vice-presi- 
dent; Albert Roberts, Minerals Separa- 
tion North America Corporation, New 
York, second vice-president; H. R. 
Woodrow, vice-president of the Consoli- 
dated Edison Company of New York, 
treasurer; J. P. H. Perry, Turner Con- 
struction Company, New York, assistant 
treasurer. John H. R. Arms, general 
manager of the trustees, continues as 
secretary. 


> ARNOLD BRAUNSCHWEIG has been ap- 
pointed superintendent of the Wiscon- 
sin Gas & Electric Company at Water- 
town and assistant to E. T. Hornickle, 
manager, succeeding Everett HEIN, 
who has been named Ft. Atkinson 
superintendent. Mr. Braunschweig has 
been associated with the Wisconsin 
utility for a number of years. 


> Water E. Carne, senior rate analyst 
in the Wisconsin Public Service Com- 
mission’s utility rate department, has 
been appointed rate investigator for the 
Federal Power Commission, Washing- 
ton, D. C. Mr. Caine has been a mem- 
ber of the Wisconsin commission’s staff 


since 1932. 


> Dr. Wittram H. Harrison, vice- 
president and chief engineer of the 
American Telephone & Telegraph Com- 
pany and a past-president of the Ameri- 
can Institute of Electrical Engineers, 
has been elected a member of the Cor- 
poration of the Polytechnic Institute 
of Brooklyn, according to an announce- 
ment by Charles E. Potts, chairman of 
the corporation. 


> J. H. Footer, Commonwealth & South- 
ern Corporation, Jackson, Mich., has 
been elected chairman of the commit- 
tee on copper and copper alloy wires 
for electrical conductors of the Ameri- 
can Society for Testing Materials. 


> N. L. Mocue , who is connected with 
the Westinghouse Electric & Manufac- 
turing Company at Philadelphia, Pa., 
has been elected chairman of the com- 
mittee on steel of the American Society 
for Testing Materials. 


Officials of Owens-Corning 
Fiberglass Assume Duties 


Amory Houghton and Harold Boes. 
chenstein have taken office as chairman 
of the board and president, respec- 
tively, of the recently organized Owens. 


Underwood & Underwood 
Amory Houghton 


Harold Boeschenstein 


Corning Fiberglass Corporation (ELEC 
TRICAL Wor.p, November 5, page 8): 

Mr. Houghton is president and a di: 
rector of the Corning Glass Works and 
is second vice-president and a director 
of the Blue Ridge Glass Corporation. 
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In addition he serves as secretary and 
director of the Empire Machine Com- 
pany and chairman of the board of the 
Pittsburgh-Corning Corporation. He is 
a director of the Corning Trust Com- 
pany, Corning, N. Y.; Hartford-Em- 
pire Company, Hartford, Conn., Steuben 
Securities Corporation, Newark, N. J.; 
Electro Refractaire, Paris, France; 
American Blank Company, Newark; 
Steuben Glass Company, New York; 
Corning Realty Corporation and the 
National City Bank, New York. 

Mr. Boeschenstein resigned as vice- 
president and general manager of 
Owens-Illinois Glass Company to head 
the new corporation. He serves on the 
directorate of the Owens-Illinois Glass 
Company, Toledo; Owens-Illinois Pa- 
cific Coast Company; Edwardsville 
(Ill.) National Bank & Trust Com- 
pany; National Distillers Corporation; 
Libby Glass Company, Toledo; Owens- 
Illinois Can Company, Toledo, and 
Weco Products Company, Chicago. 


>H. J. MAupERER has been elected 
treasurer of the Westinghouse Electric 
International Company to succeed C. V. 
Allen, who retired last June. Mr. Mau- 
derer has been associated with the 
company for eighteen years. 


> Grorce P. GARDNER has retired from 
the board of directors of the General 
Electric Company at the close of 43 
years of service. He will be succeeded 
by his son, George P. Gardner, Jr., who 
is a partner in the firm of Jackson & 
Curtis, at Boston, and a director of a 
number of other companies. 


>» Roscor SEYBOLD, vice-president and 
comptroller of the Westinghouse Elec- 
tric & Manufacturing Company, was 
elected president of the Comptrollers 
Institute of America at the recent an- 
nual convention in New York. 


> J. R. Roserts of Redmond, Ore., has 
been made a member of the board of 
directors of the Pacific Power & Light 
Company, in line with the company’s 
policy of having the districts it serves 
represented on the board. Mr. Roberts, 
in the mercantile business in Redmond 
for a number of years, is acquainted 
with the Deschusets district of the com- 
pany, which has its district head- 
quarters at Bend, Ore. 


> W. W. Apams has been named man- 
ager of the Cleveland branch of the 
Westinghouse Electric & Supply Com- 
pany. Mr. Adams, who has been in the 
electrical supply business practically 
all of his business life, has been sales 
manager of the branch office for the 
past several years. In his new respon- 
sibilities Mr. Adams succeeds James 
Sway, who has moved to Detroit as 
manager of the central district of the 
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Westinghouse Electric & Supply Com- 
pany. Mr. Sidway will direct the com- 
pany’s activities in Michigan and Ohio 
and will be manager of the Detroit 
office. 

* 


W. P. Langworthy to Head 


Electric Materials Division 


William P. Langworthy has been 
appointed director of the electrical ma- 
terials division of the Allegheny-Lud- 
lum Steel Corporation. Mr. Langworthy 





was formerly president of the Lamina- 
tion Stamping Company of Hartford, 
Conn., specialists in the fabrication of 
electrical steels. In 1930 the company 
was merged with Allegheny Steel Com- 
pany, with Mr. Langworthy becoming 
manager of the fabrication division, the 
position he has held up to the time 
of his recent appointment. 


A.1L.E.E. Announces New 


Committee Appointments 


Additional appointments to various 
committees of the American Institute 
of Electrical Engineers have just been 
announced for the year 1938-39, as fol- 
lows: 

E. C. M. Stahl, Consolidated Edison 
Company of New York, has been named 
chairman of the committee on power 
generation. J. D. Wright, General Elec- 
tric Company, Schenectady, has been 
appointed chairman of the committee 
on industrial power applications. 

Other recent appointments include: 
E. C. Crittenden, National Bureau of 
Standards, chairman of the committee 
on research; C. M. Laffoon, Westing- 
house Electric & Manufacturing Com- 
pany, East Pittsburgh, Pa., chairman 
of the committee on electrical machin- 
ery; H. W. Codding, Public Service 
Electric & Gas Company, Newark, 
N. J., chairman of the committee on 
automatic stations; M. F. Skinker, 
Consolidated Edison Company of New 
York, chairman of the committee on 


electrochemistry and electrometallurgy. 
W. E. Crawford, A. O. Smith Corpora- 
tion, Milwaukee, chairman electric 
welding committee; H. C. Koenig, Elec- 
trical Testing Laboratories, New York, 
chairman instruments and measure- 
ments committee; Robin Beach, Poly- 
technic Institute of Brooklyn, N. Y., 
chairman of committee on production 
and application of light. R. D. Evans, 
Westinghouse Electric & Manufactur- 
ing Company, East Pittsburgh, Pa., 
chairman power transmission and dis- 
tribution committee; K. B. McEachron, 
General Electric Company, Pittsfield, 
Mass., chairman protective devices 
committee. 


OBITUARY 


> Ernest GREENWOOD, economist and 
author, died at Briarcliff Manor, N. Y., 
November 1, in his fifty-fifth year. He 
was editor of the magazine Public 
Affairs and the author of more than a 
dozen books on economics and public 
utilities. 


> Water S. Moopy, a pioneer in trans- 
former design and in charge of this 
important work for General Electric 
from 1892 until 1927, when he was 
named consulting engineer by the com- 
pany, died at his home in Pittsfield, 
Mass., November 7, following an illness 
of several months. Mr. Moody retired 
from active work in 1931, completing 
43 years’ service with General Electric. 
He was 74 years of age. 


> Wirtiam C. Sutuivan of Tallulah 
Lodge, Ga., superintendent of six north 
Georgia hydro plants of the Georgia 
Power Company, died October 20, as 
the result of an operation. 


> Mark LAwtTon, who was identified 
with the early development of the in- 
candescent lamp through Bryan-Marsh 
affiliations, and recently connected with 
Andrew J. Morse & Son, Inc., Boston, 
Mass., maker of marine and fire depart- 
ment safety equipment, died recently at 
Boston. 


> Lewis S. Wuitcoms, long identified 
with the direction of the Boston Edison 
Company’s radio broadcasting station 
WEEI, and since its leasing by the 
Columbia Broadcasting System assist- 
ant manager and head of public rela- 
tions for the lessee, died at a Boston 
hospital on October 21, at the age 
of 50. 


> Cart F. Unpen, retired hydraulic 
engineer, who supervised construction 
of the first hydro-electric plant on the 
Skagit River for the city of Seattle, 
died in that city October 11, in his 
sixty-sixth year. Mr. Uhden went to 
Seattle from Spokane 20 years ago. In 
Spokane he had been employed for 
many years by the Washington Water 
Power Company. 
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Anaconda Wire Earns 
23 Cents per Share 


Preliminary consolidated income ac- 
count of the Anaconda Wire & Cable 
Company and subsidiaries for three 
months ended September 30 shows 
profit on manufacturing operations of 
$784,742, compared with $1,488,938 for 
the similar period of 1937. Income for 
the three months totaled $97,057, or 
23 cents per share, on 421,981 shares of 
capital stock outstanding, compared 
with $609,687, or $1.44 per share for 
the three-month period of 1937. 

Among the other manufacturing com- 
panies which recently issued earnings 
statements are the following: 

Line Matertat—Seven months to July 
31: Consolidated net profit, $302,793, 
equal to 71 cents each on 427,232 shares 
of $5 par capital stock outstanding at 
close of period, exclusive of treasury shares. 
Gross sales, less discounts, returns and al- 
lowances, amounted to $3,728,361 for the 
period. 

Rossins & Myers—Including subsidiar- 
ies, year to August 31: Net loss, $361,216, 
compared with net profit of $226,476; 
equal, after preferred dividends, to 45 
cents each on 126,855 common shares in 
the preceding fiscal year. 

Rome Caste—September quarter: Net 
profit, $72,075, against net loss of $10,898 
in June quarter and net profit of $32,806 
in September quarter of 1937. Six months 
ended September 30: Net profit, $61,177, 
compared with $106,729 earned in six 
months ended September 30, 1937. 

WortHiIncton Pump & Macuinery—In- 
cluding domestic subsidiaries, nine months 
to September 30: Net income, $251,191, 
against $1,402,076 earned in the first nine 
months of last year. 


Machinery Exports Lower; 
Refrigerators Gain in Month 


Exports of electrical machinery and 
apparatus during September totaled 
$7,299,000, as against $8,084,000 in 
August and $8,995,000 in September 
last year, according to the Department 
of Commerce. For the first nine 
months such exports were $75,135,000, 
compared with $83,374,000 in the same 
period a year ago. 

During September exports of house- 
hold refrigerators amounted to 12,057 
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units valued at $989,000, compared with 
11,443 valued at $934,000 in August 
and with 8,838 valued at $726,000 dur- 
ing September last year. For the first 
nine months such exports totaled 111,- 
841 units valued at $8,464,000 against 
138,902 valued at $10,347,000 in the 
same period last year. 


Memphis Awards Contract 


Memphis Light and Water Division, 
Memphis, Tenn., has awarded a con- 
tract to the Consolidated Contractors, 
Inc., Dermon Building, Memphis, for 
construction of new power substation 
D, for which bids were closed recently, 
at $100,950, exclusive of transformers, 
switchgear and other primary equip- 
ment. 


Cleaner Drive Extended 


General Electric Company will ex- 
tend to December 31 its joint cam- 
paign with the Consolidated Edison 
Company to sell $1,000,000 worth of 
vacuum cleaners in the metropolitan 
area. A minimum of 35,000 units has 
been set as the revised goal of the 
drive, which originally was scheduled 
to end about November 15. 


| in | 


| 
1 
\ 
| 
i 
\ 
i} 


Power Orders Rise; 


Other Equipment Off 


Orders for motors and generators in 
September increased 4.2 per cent in 
value over August, according to the 
National Electrical Manufacturers As- 
sociation’s index, which rose from 60.2 
in August to 62.7 in September. Per- 
centage changes for corresponding 
months during the four preceding years 
were successively +9.5, +8.7, +16.0 
and +5.5. This group comprises a.-c. 
generators (excluding waterwheel and 
turbo-generators), a.-c. and d.-c. mo- 
tors (1-200 hp.) and _ synchronous 
motors (1 hp. and larger). 


Equipment orders off 


For value of orders for transmission 
and distribution equipment the index 
for September dropped 4.0 points to 
91.7, a decrease of 4.2 per cent from 
August. In each of the past four years 
there was a similar and generally 
larger decrease, the percentages begin- 
ning with 1934 being 13.2, 19.0, 0.9 
and 35.3. 

Motors Transmission 

and and 
Generators Distribution 
Month 1937 1938 
June .... 140.4 3. 2.8 89.3 
July .... 105.6 59. ; 76.9 


August .. 107.5 93. 95.7 
September. 113.4 5.2 91.7 


t*----7ransmission and distribution | 


eguipment 


P| 
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N.E.M.A. Index of orders received for motors and generators 
and for transmission and distribution equipment 
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Laundry Unit Sales 
for Week 60,000 


National Washer and Ironer Week, 
October 23-29, gave a country-wide 
stimulus to home laundering appliance 
selling, creating the greatest single 
week’s laundering appliance sales vol- 
ume in the industry’s history, according 
to Joseph R. Bohnen, executive secre- 
tary, American Washer and _ Ironer 
Manufacturers’ Association. It is esti- 
mated that retail sales of washers and 
ironers in the week will total 60,000. 

“The industry steadily is going on 
a better manufacturing and _ sales 
basis,” Mr. Bohnen said. “Shipments 
for the first nine months of this year 
were 870,901 washers, off 37.5 per cent 
from the same period of 1937, com- 
pared to the 15.6 per cent decrease 
reported for September. September 
ironer shipments were 11,272, against 
11,977 in August and off 40.9 per cent 
from September, 1937. Shipments for 
the nine months were 82,581, a decrease 
of 44 per cent. 


September Machinery Sales 
Show 6% Gain Over August 


Manufacturers’ sales of electrical-ma- 
chinery, apparatus and supplies during 
September, as reported by 95 firms, 
totaled $24,510,000, a gain of 6.3 per 
cent over the previous month, but a de- 
crease of 22.8 per cent from the same 
month last year, according to the De- 
partment of Commerce. 

For the first nine months these sales 
totaled $123,605,000, a drop of 23.7 per 
cent from the same period last year. 
Total manufacturers’ sales, as reported 
by 1,011 firms, amounted to $1,767.291.- 
000 for the first nine months this year, 
a decrease of 23.2 per cent from the 
same period last year. 


Oil Burner Shipments 


Domestic shipments of oil burners 
during September amounted to 25,821, 
compared with 14,983 in August and 
33,052 in September last year, accord- 
ing to the Department of Commerce. 
For the first nine months domestic shin- 
ments were 94,269 units, against 145.- 
215 in the same period last year. 





New York Metal Prices 


Nov. 1, 19388 Nov. 8, 1938 





Cents per Cents per 

“ Pound Pound 

Opper electrolytic.... 11.25* 11.25* 
Lead Am.S.&R. price. 5.10 5.10 
Antimony Ee eu hea < bie 12.25 12.25 
Nickel ingot. . . .. 35.00 35.00 
OTS sepeaseesse 5.44 5.44 

~ sclady abeaane ER RE RTO 46.10 46.25 
Aluminum, 99 percent. 20.00 20.00 


* Delivered Connecticut Valley. 
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Field Reports on Business 


Although the two holidays this week have cut into business activity the level 


of trade compares favorably with that of last year. 


Contracts are increasing! 


and lifting the level of production. Utilities are expected to put their construc- 
tion plans into operation soon, which should aid electrical manufacturing 


activity. 


NEW YORK 


Business this week was somewhat slowed 
down because of the election day and 
Armistice Day holidays. However, indica- 
tions continue to point to expanding trade 
in practically all lines. 

Construction figures for the year will ex- 
ceed those of 1937 for the country as a 
whole. New York City contracts are shoot- 
ing upward, with residential construction 
in the metropolitan area on the increase. 
Many point to residential construction as 
offering utilities and contractors a fine 
market for wiring and appliances. 

Current estimates are that $3,000,000 of 
electric roaster business will be done this 
year, about double the 1937 volume. While 
sales of most other electrical appliances 
will close the year under 1937, recent busi- 
ness has indicated that sales for the year 
will exceed earlier estimates. Appliance 
makers are expecting good volume in 1939. 

New contracts for the World’s Fair have 
increased lighting and equipment sales. 
Many buildings are now at the stage where 
wiring work can be undertaken. It is ex- 
pected that several new buildings will be 
added to the present list of exhibits. 

The anti-trust suit against Columbia Gas 
& Electric has caused the utility fraternity 
to give further consideration to the recent 
peace move. 


NEW ENGLAND 


Industrial modernization survey by New 
England Council and Engineering Societies 
of New England, Inc.. reveals a definite 
drive to reduce unit costs and improve op- 
erating conditions continuing into next 
year. Approximately 500 plants represent- 
ing eleven major industries report exten- 
sive purchases of new equipment, including 
widespread use of electric drives, lighting 
and heating apnlications as well as _ re- 
vamped processing and layout changes, 
with striking cevelopment of new product 
designs. Individual plants report outlays 
ranging from $1,000 to nearly $2,000,000 
in the past two years for this purpose. 

Among interesting equipment orders of 
the past week, small motor sales exceeded 
$12,000; fractional-horsepower motors be- 
gin to show an upward sales trend in an- 
ticipation of holiday appliance business. 
Industrial inquiries reveal a more optimis- 
tic turn of mind. Electric heating is pick- 
ing up and foreign purchases exceeding 
$250.000 have been placed in this district 
for processing equipment on a confidential 
basis. 

Wholesalers are optimistic for 1938 
holiday business and 1939 outlook. The 
shipyards are getting bids on wiring sup- 
plies, switch and control apparatus. The 
volume of supplies to be sold institutions 
for 1938 is expected to break all records 
in this area. An outstanding Vermont 
record in range sales was made on two 
systems last week, when 38 outfits were 
purchased, 28 of which were sold in St. 
Johnsbury alone. Contractors are eagerly 
anticipating large wiring installations in 
connection with a $16,924,000 governmental 
slum clearing and housing project author- 
ized for the Boston area. Storm repair 


work continues active on power and com- 
munication systems. 


CHICAGO 


The rising trend of business advanced 
further last week as reports from many 
quarters showed evidence of expanding ac- 
tivity. The most significant development 
was the announcement of an expansion pro- 
gram by utilities which will result in mil- 
lions of dollars being spent for electrical 
equipment. The Middle West Corporation 
plans call for an outlay of $17,500.000, 
while the United Light & Power expendi- 
ture will total approximately $6,500,000. 

Manufacturers report steady increases in 
orders for electrical equipment. Sales of 
heavy machinery are still lagging far be- 
hind last year, but small motors, transform- 
ers, wire and cable are making rapid strides 
in closing the gap between this year and 
last. Small appliance sales are steady and 
commercial lighting equipment and _port- 
able lamps are moving in good volume. 
Specific orders last week include 66.000 
feet of 344-in. fiber conduit, 36,300 Ib. No. 
6 weatherproof line wire and 4,600 iron 
light poles. 

Industrial activity continued to improve 
throughout the Middle West. Employment 
and payrolls increased 3 per cent over 
September. Production in the steel mills 
rose two points to 54 per cent of capacity. 
Retail trade increased sharply over the 
previous week, standing 12 per cent under 
a year ago. 


PACIFIC COAST 


San Francisco building permit volume in 
October was $1,858,596, the highest since 
July, 1938, and twice the October, 1937, 
total. It is significant that frame buildings 
constitute one-half and exposition con- 
struction only one-quarter of the amount. 
Street-lighting business, though not wide- 
spread, occasionally produces orders for 
such installations as 165 standards in 
Visalia and 124 standards in Oakland. 
High-tension insulators totaling 260,000 in 
quantity and $215,000 in value have been 
bought for the Bonneville plant’s various 
distribution lines from Ohio Brass, General 
Electric and Westinghouse, the former’s 
share being about $150,000. 

Construction in various major govern- 
ment projects has reached the specialized 
electrical stage, producing such orders as 
$39,750 for Mare Island Navy Yard steam 
turbine, $89,000 for 15-kva. feeder circuit 
breakers and $8,000 lightning arresters for 
Bonneville power house, and $10,173 con- 
trol equipment for all American Canal 
near El] Centro in the Imperial Valley. Bids 
are being requested for a 7,500-hp. turbine 
and governor and 6,000-kva. generator for 
El Centro and the gates and conduit units 
for various dams in Colorado and the Pa- 
cific Northwest. 

The striking retail clerks of about 30 
major San Francisco stores have returned 
to work after 55 days at substantially the 
same conditions and pay and have signed 
a contract effective until mid-1940. Despite 
various local handicaps, small appliance 
advance ordering has been good and au- 
gurs well for an average holiday season. 
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Utility Bonds Gain in Week; Stocks Off 
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Repeating the performance of the previous week, utility stocks were slightly lower 
during the week with the “Electrical World” index off 0.4 point to 29.6. The 


CommonwealthBoard 
Sanctions Issues 


The Board of Directors of Common- 
wealtheEdison Company has authorized 
the issuance of $34,000,000 additional 
first mortgage 3% per cent bonds, 
Series I, due 1968, and approximately 
$25,300,000 of additional convertible 
debentures, 344 per cent, Series due 
1958. 

Separate registration statements were 
filed with the SEC covering the issu- 
ance of these securities. Applications 
to the Illinois Commerce Commission 
for the necessary authority will be filed 
shortly. 

Arrangements have been made to sell 
these bonds privately to seven large in- 
surance companies at 104 and accrued 
interest. A portion of the proceeds of 
the bonds will be advanced to Super- 
Power Company of Illinois for the re- 
tirement of all its funded debt. The 
remainder of the proceeds will be used 
to provide in part for the installation 
of additional electric generating capac- 
ity which the company and its sub- 
sidiaries propose to install as the re- 
sult of recent conferences between rep- 
resentatives of the U. S. Government 
and certain public utility companies 





“Electrical World” bond index continued its upward climb, gaining 0.3 point to 103.2. 


arranged by the National Defense 
Power Committee. 

The debentures will be offered pro 
rata to stockholders at par at the rate 
of $3.121% for each share of stock held 
on the record date, which is now 
planned for early in December. Each 
$100 debenture is convertible into four 
shares of Edison stock. Proceeds of the 
debentures are to be used to retire 
all the funded debt of Chicago District 
Electric Generating Corporation. 


Light and Power Issues in 


October Total $182,500,000 


New offerings of electric light and 
power securities in October totaled 
$182,500,000, compared with $44,126,- 
000 in September and $79,364,000 in 
October, 1937. Only three companies 
participated in the new financing, but 
the substantial size of the issues made 
the September total the largest of any 
month since December, 1936. The 
financing was essentially for refunding 
purposes. 

Total for the ten-month period 
amounted to $728,620,800, against 
$631,557,394 for the similar period of 
1937. 





New Issues of Electric Light and Power Securities in October 
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Utility Reports (Earnings 





Net Income 


1938 1937 

*American G. & E. 

ee ere $11,851,720 $13,289 929 
*American Wat. Wks. 

and subs........ 2,046,470 4,427,672 
*Consolidated Edison 

N. Y. and subs... 36,540,210 35,535,067 
*Engineers Public 

ee 3,701,057 3,540,656 
*American Lt. & 

Trac. and _ subs. 4,670,954 5,846,684 


*Niagara Hudson 
7,743,499 9,997,429 


Pwr. and subs. 
*Com. G. I. & FP. 

Balt. and sub.... 5,725,107 6,563,734 
+Commonwealth Edi- 

son and subs.... 13,262,690 10,901,300 
*Duquesne Light .. 8,897,544 10,496,594 
*New York State 

i Sa 2,183,895 1,439,838 


*Pennsylvania Pwr. 

Oe Ble ktes c0s 7,729,461 8,136,470 
*Montana Pwr. and 

Conan 540078 2,599,629 3,737,140 


*Twelve months ended September 30. 
+Nine months ended September 30. 





New Exchange Offer Made 
for Western United Stock 


A special meeting of stockholders of 
the Commonwealth Edison Company 
has been called by the board of direc- 
tors for December 1 for authority to 
make a new exchange offer of four Edi- 
son shares for each of the preferred 
shares of Western United Gas & Electric 
Company. 

Under the proposed action Western 
United preferred stock holders who have 
already exchanged under the old offer 
of 3.5 Edison shares will receive an ad- 
ditional one-half share of Edison for 
each preferred share so exchanged. 

The relatively small number of shares 
acquired under the old offer, approxi- 
mately 7 per cent, James Simpson, 
chairman, Commonwealth Edison, said, 
indicates that the proposal was not suf- 
ficiently attractive to accomplish the 
purpose of the offer. The new offer will 
be subject to the approval of the Illinois 
Commerce Commission. 


Carrier Issue Sold 


The issue of $2,500,000 of Carrier 
Corporation ten-year 44 per cent con- 
vertible sinking fund debentures has 
been sold. 





| 
A c | 
Name of Company | Amount | Offered 
| 
\. 














Virginia Electric & Power | 


Ohio Power Co 





10 Promissory notes........ 





Public Service Co. 
Northern Illinois 
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30 =| First mortgage bonds. ... 








tures on additions 





: | “ Interest . Per Cent 
(Par Value) | to Period Class Purpose "Rate Price Yield 
| . =—/ eg —" —— wat, 
} 
$37,500,000 | Public | 30 First and refunding mort- ‘ = 
gage bonds, series B...| Refunding and for capital additions. .... 3% 103% 3.31 wae 
55,000,000 | Public 30 First mortgage bonds. ...} Refunding and to reimburse for expendi- 


3% 101% 3.17 
Vy 100 3% 
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EQUIPMENT 


Service EQuipMENT—To facilitate wiring 
and conserve space when it is necessary to 
meter a range of water heater separately 
from other circuits in a home, the Square 
D Company, Detroit, Mich., has introduced 
a new “Multi-breakeR” combination known 
as type “MBM.” Besides providing for the 
lighting and device circuits (on one me- 
ter), the inclosure also provides space for 
a type “M” double-pole “Maulti-breakeR” 
unit which is not connected to the other 
circuits and thus may be wired directly 
to another meter circuit without changing 
the wiring within the box. Circuit capac- 
ities are 15, 20, 25, 35 and 50 amp., 115 and 
115/230 volts, a.c. 


MacuinE Lamp—So that its “Person- 
alite” may be adapted to machine work, 
Brown Electric Company, Rochester, N. Y., 
has equipped it with a strong spring clamp 
by which it may be fastened to the ma- 
chine. Light from a standard bulb is fo- 
cused through a magnifying lens on the 
work; slots in the top of the unit provide 
for ventilation. 


ComMERCIAL RANGE—With the needs and 
service conditions of the small restaurant, 
tearoom, tavern, fountain lunch, wayside 
stand or diet kitchen in mind, Edison Gen- 
eral Electric Appliance Company, Chicago, 
Il, has brought out a new commercial 
electric range, called the “Brawny Lad.” 
Its large oven is heated by individually 
controlled top and bottom Calrod units 
and is equipped with an adjustable auto- 
matic temperature control. Three arrange- 
ments of the cooking top are possible—four 
Hi-Speed” Calrod units, two units and an 
automatic griddle unit, or a single 24x24-in. 
automatic griddle. 


HERMETICALLY SEALED Resistors — To 
provide fuller protection against severe 
atmospheric conditions in industrial, 
coastal, marine and tropical locations, 
Ohmite Manufacturing Company, Chicago, 
Ill. offers what is said to be the first com- 
mercial series of hermetically glass sealed 
Precision resistors. Units are non-induc- 
tively pie-wound on porcelain in 2, 4, 6 
or 8 sections and inclosed in hermetically 
sealed glass tubes with terminals emerging 
through vacuum-type glass seals. They carry 
a one-watt rating; resistances range from 
0.1 ohm to 2 megohms. 


_ Invirect Ligutinc—Recent addition to 
indirect lighting fixtures are the “Argyle,” 
4 porcelain-enameled unit, taking lamps 
from 150 to 500 watts, brought out by 
Goodrich Electric Company, Chicago, IIl., 
and “GB” and “MB” luminaires offered 
by Westinghouse Electric & Manufactur- 
ing Company, Cleveland, Ohio, for use 
with the incandescent medium bi-post 
lamp. Of the latter fixtures, type “MB” is 
a totally indirect aluminum unit, while 
7B” makes use of a glass basin; both 
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units are available in 750- to 1,000-watt 
sizes, style “MB” being offered also in a 
500-watt size. 


FLUORESCENT AUXILIARIES—Supplement- 
ing their line of transformers for luminous 
tubing, Jefferson Electric Company, Bell- 
wood, Ill., has added three new groups. 
Models with 12-milliamp. and 18-milliamp. 
secondaries are offered for use with the 
pastel shades of tubing and a 45-milliamp. 
model for the high-intensity green and 
white tubing. 


Macnetic TELEPHONE—Utility construc- 
tion crews and other groups using portable 
telephone facilities should find helpful the 
sound-powered telephone (10A), announced 
by Western Electric Company, which, it is 
claimed, will transmit speech, with an effi- 
cient telephone line, over distances greater 
than 200 miles. The caller clips the at- 
tached cord to a telephone line and then 
turns a crank at the side of the device to 
generate the signaling tone—a shrill, dis- 
tinctive tone. As he speaks into the trans- 
mitter, the sound waves vibrate a metal 
diaphragm, which in turn moves an arma- 
ture back and forth in front of a perma- 
nent magnet to vary the flux. A duplicate 
instrument at the receiving end acts in re- 
verse order to reconvert the “voice cur- 
rents” into speech. Graybar Electric Com- 
pany. New York, N. Y., are distributors in 
the U. S. 


FLUORESCENT CANOoPIES—Particularly for 
use in various color-matching applications, 
the Fostoria Pressed Steel Corporation. 
Fostoria, Ohio, has brought out a line of 
canopy “Localites”’ which use the new 
fluorescent lamps. The type pictured, for 
bench or table installation, uses two 18-in., 
15-watt lamps. It is 
one of the “FA” 
group; the five types 
in this group use a 
canopy 13) | in. 
wide, 20 in. long 
and 5 in. deep, con- 
tain two magnetic 
switches and _ two 
sockets which take 
either of the two 


Fluorescent Canopy 





Hermetically Sealed Resistors 


Machine Lamp (in circle) 


diameters of fluorescent lamps. The com- 
pany is also working on a larger unit, 
about 40 in. long, which will use two of 
the 36-in. lamps. 


TECHNICAL BULLETINS 


Corrosion Protrection—Four technical 
papers on protecting metals against cor- 
rosion are collected in “Symposium on 
Protecting Metals Against Corrosion,” pub- 
lished by the American Society for Test- 
ing Materials. These papers, which were 
presented at a recent meeting of the 
Detroit section, include discussions on 
corrosion-resistant alloys, pre-treatment of 
metals, protection of base metals by metal- 
lic coatings by organic coatings. Copies 
are available from A.S.T.M. headquarters, 
260 South Broad St., Philadelphia, Pa., 
at 50 cents each. 


Srreet Licnhtinc—Reprints of the paper 
“Some Further Experiments in Street 
Lighting,” by Dr. S. English and E. 
Stroud, originally published in England, 
are available from the street lighting de- 
partment of Holophane Co., Inc., Newark, 
Ohio. An editorial abstract of this paper 
was carried in the September “Transac- 
tions” of the Illuminating Engineering 
Society, referring to it as “well worth the 
study of American engineers” and contain- 
ing “interesting deductions from tests 
previously made and a new series of 
tests, which in some respects are unique.” 

TRANSFORMER Loapinc — “Economical 
Distribution Transformer Loading and 
Thermal Performance of Distribution 
Transformers” is the subject and title of 
Edison Electric Institute Publication No. 
F7. Number of problems involved in ade- 
quate transformer loading is discussed in 
the first part, as well as basic considera- 
tions in connection with any specific sys- 
tem or kind of load. (One of the chief 
considerations is thermal performance.) A 
method for determining the safe load of 
any load cycle which any specific distribu- 
tion transformer can carry is detailed in 
the second section. Copies of the bulletin 
are available from E.E.I. headquarters, 
420 Lexington Avenue, New York, N. Y., 
priced at $1 to non-members in the United 
States. 


New “Multi-breakeR” Unit 












Magnetic Telephone 
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Chicago Air-Unit Contracts 
Reach New All-Time High 


Central-plant air-conditioning con- 
tracts closed in Chicago in the first 
nine months of this year established a 
new all-time high record, Common- 
wealth Edison Company has reported. 
A total of 297 air-conditioning installa- 
tions were sold during the period, com- 
pared with 258 in the corresponding 
nine months of 1937, an increase of 11 
per cent. Combined capacity of the 
plants was 4,404 hp., compared with 
11,153 hp. in the similar period last 
year, a decrease of 61 per cent. In 
addition to these central-plant air-con- 
ditioning systems, 358 electric room 
coolers were sold by Chicago dealers 
during the period, compared with 291 
in the first nine months of 1937, an 
increase of 23 per cent. 

In September contracts for ten cen- 
tral-plant air-conditioning systems with 
an aggregate capacity of 201 hp. were 
closed, comparing with twelve con- 
tracts, representing a total capacity of 
286 hp., in September, 1937. 


Gets Nineteenth License 


Lynn, Mass., adequate wiring com- 
mittee has been licensed by the Na- 
tional Adequate Wiring Committee to 
certify installations, becoming the nine- 
teenth group to receive its license. The 
committee’s territory includes the city 
of Lynn and the towns of Saugus, 
Swampscott, Marblehead and Nahant. 
A. W. Smith is secretary of the group. 


Light 54 Intersections 


Provisions have been made by the 
New Jersey State Highway Depart- 
ment and Monmouth County officials 
for the safety lighting of 54 intersec- 
tions of state and county highways. 
In the majority of installations an in- 
candescent luminaire developed by 
General Electric engineers is being 
used. 

e 


Signs Ten-Year Contract 


Ohio Public Service Company and 
officials of Port Clinton have signed a 
ten-year contract for electric energy 
under a reduced rate schedule. The 
utility company has operated in Port 
Clinton two years without a franchise 
and the village recently received ap- 
proval of a $135,000 federal grant for 
a proposed municipal power plant, 
plans for which were being considered. 
Contract provides a 25 per cent re- 
duction in rates for domestic and com- 
mercial purposes. 
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OPPORTUNITIES 


BattimorE, Mp. — Consolidated Gas, 
Electric Light & Power Company is con- 
sidering expansion in steam-electric gen- 
erating station at Westport, including in- 
stallation of new turbo-generator unit and 
accessories, high-pressure boilers and aux- 
iliary equipment. 


ABBEVILLE, S. C.—Has authorized pur- 
chase of Pennell power dam property on 
Rocky River for municipal hydro-electric 
power development, and has arranged fund 
of $435,000 through federal aid for project. 
About $145,000 will be paid for site. Proj- 
ect will include an artificial lake, electric 
generating station, power substation and 
switching station units, transmission and 
distributing lines. Work on development 
was begun several years ago and has since 
been in abeyance. New construction is 
scheduled to proceed at early date. 


AtLantic, Towa—Receives bids until 
November 22 for extensions and improve- 
ments in municipal electric power plant, 
including new 1,500-kw. turbo-generator 
unit with accessory equipment, surface 
condenser, air cooler and complete auxiliar- 
ies. Young & Stanley, Inc., 211 Iowa 
Avenue, Muscatine, Iowa, is consulting en- 
gineer. 


Cuicaco, Itt. — Pullman-Standard Car 
Manufacuring Company, 79 East Adams 
Street, plans installation of motors and 
controls, conveyors, electric hoists and 
other equipment in new addition to Pull- 
man car works, 110th Street and Cottage 
Grove Avenue. Cost estimated close to 
$1,000,000. United Engineers & Construc- 
tors, Inc., 111 West Washington Street, 
Chicago, and 1401 Arch Street, Philadel- 
phia, Pa., is engineer. Company is a sub- 
sidiary of Pullman Company, first noted 
address. 


Catexico, Ca.ir.—Imperial Irrigation 
District, El Centro, Calif., W. W. Goodson, 
secretary, receives bids until November 29 
for equipment for hydroelectric generating 
plant at Drop No. 3, All-American Canal 
system, vicinity of Calexico, including one 
7,500-hp. hydraulic turbine unit, with gov- 
ernor and accessories; one 6,000-kva. elec- 
tric generator unit and auxiliary equip- 


ment (Specifications No. 1-B). M. J. Dowd, 


Imperial, Calif., is chief engineer. 


Sioux Criry, Iowa—Iowa Public Service 
Company, Sioux City, plans extensions in 
primary and secondary lines in different 
parts of system, with power substation units 
and service facilities for expansion in 
rural electric system. Cost about $200,000. 
Financing is being arranged through sale 
of a bond issue. 


CHATTANOOGA, TENN.—Chattanooga Elec- 
tric Power Board, N. J. Simmons, secretary, 
receives bids until November 22 for con- 
struction of group of nine distribution 
power substations, to be located on Bach- 
man, Pine, College, East Nineteenth, Col- 
lis and Palmetto Streets, Dodson, Ander- 
son and Kirby Avenues, respectively, where 
sites have been acquired. Units will be 


connected with main 44,000-volt power sub- 
stations, receiving current at 12,000 volts 
and stepping-down to 2,400-volt service, 
Transformers have been purchased; aux- 
iliary equipment will be purchased soon 
(Contract No. 3-K). 


Canton, Miss.—Receives bids until No- 
vember 28 for expansion and _ improve- 
ments in municipal electric power plant, 
including new turbo-generator unit and 
auxiliaries, boiler and accessory equipment. 
J. B. Williams, Yazoo City, Miss., is con- 
sulting engineer. 


Cepar Farts, Wis.—Willow River Power 
Company, Hudson, Wis., has authorized 
new transmission from hydroelectric gen- 
erating plant at Cedar Falls to Knapp, Wis., 
including new power substation unit at 
latter place. Permission ‘has been secured. 


Duruam, N. C.—American Tobacco 
Company, 111 Fifth Avenue, New York, 

Y., plans installation of motors and con- 
trols, regulators, conveyors and_ other 
equipment in new five-story and basement 
addition to main plant at Durham, 90 x 280 
feet. Cost about $500,000. Proposed to 
begin work soon. Francisco & Jacobus, 
511 Fifth Avenue, New York, are architects 
and engineers. 


MINERAL WELLS, TEx. — Brazos River 
Conservation and Reclamation District, 
Kyle Hotel Building, Temple, Tex., receives 
bids until November 22 at office of Am- 
bursen Engineering Corporation, 295 Madi- 
son Avenue, New York, N. Y., consulting 
engineer for following equipment for hy- 
dro-electric generating plant at Possum 
Kingdom Dam on Brazos River, near Min- 
eral Wells: Two 17.000-hp. hydraulic tur- 
bines, two 12,500-kva. electric generators, 
two hydraulic governors, switchboard and 
auxiliary equipment, metalclad switchgear, 
station service equipment and neutral oil 
circuit breaker cubicles. Plans and specifi- 
cations at both offices noted. John A. Norris 
is chief engineer and general manager for 
District. 


CuHarteston, S. C-—South Carolina 
Public Service Authority, Columbia, S. C., 
Burnet R. Maybank, chairman, will take 
bids soon for general construction of hydro- 
electric power station, navigation lock and 
rolled earth dam near Moncks Corner, 
about 35 miles from Charleston, Santee- 
Cooper River project. In addition to other 
materials, about 340,000 pounds of elec- 
trical conduit will be required; steel gates, 
etc. Harza Engineering Company, 27 Cum- 
berland Street, Charleston, is consulting 
engineer. 


Pensacota, Fia.—Port Committee plans 
installation of motors and controls, convey- 
ors, transformers and accessories, electric 
hoists and other equipment in new group 
of buildings on waterfront, including cold 
storage and refrigerating plant with cat 
loading facilities, warehouse and compress 
building, grain elevator and other struc 
tures. A bond issue of $1.549,000 has been 
authorized for project. 
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